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TOWN  WARRANT 


THE  STATE  OF  NEW  HAMPSHIRE 

To  the  Inhabitants  of  the  Tozvn  of  Sanbornton  in  the 
County  of  Belknap  in  said  State,  qualified  to  vote 
in  Town  Affairs: 

You  are  hereby  notified  to  meet  at  the  Town  Hall  in 
said  Sanbornton  on  Tuesday  the  eighth  day  of  March  next, 
at  ten  of  the  clock  in  the  forenoon,  to  act  upon  the  following 
subjects : 

1.  To  choose  all  necessary  Town  Officers  for  the 
ensuing  year. 

2.  To  raise  such  sums  of  money  as  may  be  neces- 
sary to  defray  town  charges  for  the  ensuing  year  and  make 
appropriations  for  same. 

3.  To  see  if  the  town  will  vote  to  choose  one  road 
agent  instead  of  two  for  the  ensuing  year. 

4.  To  see  how  much  money  the  town  will  vote  to 
raise  and  appropriate  for  the  decoration  of  soldiers'  graves 
and  the  proper  observance  of  Memorial  Day. 

5.  To  see  if  the  town  will  authorize  the  Selectmen  to 
administer  or  dispose  of  any  real  estate  acquired  by  the 
town  through  the  Tax  Collector's  deeds. 

6.  To  see  if  the  town  wall  vote  to  raise  and  appro- 
priate the  sum  of  one  hundred  dollars  for  the  Laconia 
Hospital. 
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7.  To  .see  what  action  the  town  will  take  in  regard 
to  discount  of  early  payment  of  taxes. 

8.  To  see  if  the  town  will  vote  to  accept  State  aid  for 
Construction  of  Class  II  road,  known  as  the  Hunkins  road 
and  raise  and  appropriate  or  set  aside  for  said  purpose  the 
sum  of  $1,221.00  or  will  accept  State  aid  for  construction 
of  Class  V  roads,  and  raise  and  appropriate,  or  set  aside 
for  said  purpose,  the  sum  of  $820.70. 

9.  To  see  if  the  town  will  vote  to  raise  the  sum  of 
$400  toward  white  pine  blister  rust. 

10.  To  see  if  the  town  will  vote  to  authorize  the 
Selectmen  to  hire  such  sums  and  amounts  as  necessary  to 
defray  town  charges  in  anticipation  of  taxes. 

11.  To  see  if  the  Town  will  vote  to  raise  .and  appro- 
priate a  sum  of  money  for  expenses  of  Old  Home  Day,  by 
request. 

12.  To  see  if  the  Town  will  vote  to  raise  and  appro- 
priate the  sum  of  $83.00  to  the  Lakes  Region  Association 
of  New  Hampshire  for  the  issuance  and  distribution  •  of 
printed  matter  calling  attention  to  the  resources  and  nat- 
ural advantages  of  the  Town,  in  cooperation  with  other 
towns  in  the  Lakes  Region  by  request. 

13.  To  transact  any  other  business  that  may  legally 
come  before  said  meeting. 

Given  under  our  hands  and  seal  this  nineteenth  day  of 
February,  in  the  year  of  our  Lord  nineteen  hundred  and 
thirty-eight. 

CHARLES  F.  HELMS, 
NATHAN  T.  MORSE, 
WALTER  D.  WOODMAN, 

Selectmen  of  Sanbornton, 
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LIST   OF   TOWN  PROPERTY 


Not  classed  as  assets. 

Library,  building  and  land  $1,000.00 

Town  hall  3,000.00 

Chairs,  125  80.00 

Fire  extinguishers  5.00 

Road  machines,  1  75.00 

Wheel  scraper,  1  25.00 

Tool  chest,  chains,  bars,    shovels,    hoes,    stone 

drills,  hammers  50.00 

Buildings  for  storing  machines  and  tools,  2  600.00 

Blasting  battery,    1  10.00 

Tractors  and  snow  plows  5,000.00 

Property  deeded  for  non-payment  of  taxes  1,240.00 

School  houses  and  equipment  5,000.00 

Respectfully  submitted, 

CHARLES  F.  HELMS, 
NATHAN  T.  MORSE, 
WALTER  D.  WOODMAN, 

Selectmen  of  Sanhornton. 


Town  of  Sanbornton 
SELECTMEN'S  REPORT 


Inventory 

Improved  and  unimproved  land  and  buildings: 

Residents 

$349,860.00 

Non  Residents 

401,645.00 

Electric   plants 

55,500.00 

Horses,   56 

7,850.00 

Oxen,  2 

125.00 

Cows,  425 

19,505.00 

Net  stock,  94 

2,410.00 

Sheep,  127 

650.00 

Fowls,  1450 

1,050.00 

Wood  and  lumber 

400.00 

Gasoline  pumps  and  tanks 

300.00 

1  Portable  mill 

300.00 

Total  inventory 

$839,595.00 

Tax  rate  $3.66  on  $100 

340  Polls 

Soldiers'  exemptions 

$20,890.00 

Appropriations 

State  tax 

$2,272.00 

County   tax 

8,125.40 

Roads  and  bridges 

5,000.00 

Current  expenses 

1,650.00 

Interest 

600.00 

Library                                                              1 

175.00 
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Schools  9,450.00 

Laconia  hospital  100.00 

Town  debt  1,000.00 

Old  Age  assistance  1,250.00 

Blister  Rust  400.00 

Repair  town  hall  350.00 

Liability  insurance  150.00 

Graveling  Class  V  roads  820.70 

Relief  500.00 

Fire  100.00 

Memorial  day  50.00 

Old  Home  day  100.00 

Lakes  Region  association  83.00 

Total  appropriation                     '  $32,176.10 
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FINANCIAL  REPORT  OF  THE  TOWN  OF 
SANBORNTON,  IN  BELKNAP  COUNTY 


For  the  year  ending  Jan.  31,   1938 

Assets 

Cash  in  hand  of  treasurer  $1,204.80 

(a)      17  shares  B.  and  M.  Class  C,  R.  R. 

stock  market  value  $15  per  share  255.00 

Accounts  due  to  town : 

Taxes- bought  by  town  '  1,174.61 

Taxes  uncollected  by  town,  1937  8,429.81 

Hedghog  bounties  20.80 


Total  assets  $11,085.02 


Liabilities 


Accounts  owed  by  town: 

Due  to  school  districts,  dog  licenses  $      231.93 

Temporary  loans  in  anticipation  of  taxes  7,000.00 

Due  school  district  3,950.00 

Serial  notes  12,000.00 


Total  Habilities  $23,181.93 

Total  assets  11,085.02 


Net  debt  $12,096.91 

Decrease  of  debt  $1,154.07 
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TOWN  OF  SANBORNTON  RECEIPTS  AND 

RECEIPTS 

'Current  revenue : 

Cash  on  hand   Feb.    1,    1937  $1,787.91 

Prom  local  taxes : 

Property  taxes,  current  year,  actually  collected  22,249.01 
Poll   taxes,   current   year,    actually   collected, 

313  at  $2  626.00 

National  bank  stock  tax  7.00 
Property     and     poll     taxes,     previous     years, 

actually  collected  4,798.91 

Tax  sales  redeemed  813.31 

From  state : 

Savings  bank  tax  and  railroad  tax  615.02 

Class  V  highways  44.04 

Interest  and  dividend  tax  121.27 

Bounties  16.00 


$31,078.96 


(Receipts  conthnied  on  page  12) 


Town  of  Sanbornton  II 

PAYMENTS  FOR  YEAR  ENDING  JAN.  31,  1938 

PAYMENTS 
Current  Maintenance  Expenses 


General  government : 

Town  officers'  salaries  and  expenses 
Expenses  town  hall  and  other  buildings 
Election  and   registration 

Protection  of  persons  and  property : 
Police  department 
Fire 
Bounties 

Vital  statistics 

Highways  and  bridges : 
Town  maintenance 

Libraries 

Relief  and  old  age  assistance 

Unclassified 

Damage  by  dogs 

Town  clerk,  auto  permits 

Taxes  bought  by  town 

Laconia  hospital  i 

Interest : 

Paid  trust  fund  trustees 
Citizens  National  Bank 


$1,188.81 

560.11 

17.00 

22.25 

425.12 

18.60 

5.25 

5,605.09 

175.00 

1,407.01 

15.00 

66.25 

337.61 

100.00 

390.00 
200.00 

$10,533.10 


(Payments  continued  on  page  13) 


12  Annual  ,Report 

RECEIPTS  AND 

(Receipts  continued  from  page  10)  $31,078.47 

From  local  sources  except  taxes : 

Dog  licenses  246.93 

Rent  of  town  hall  58.00 

Temporary  loans  in  anticipation  of  taxes  3,000.00 

Interest  received,  taxes  180.20 

Permits  for  registration  of  motor  vehicles  772.64 

Refunds  111.70 

From  state  for  relief  43.16 

Use  of  tractor  356.00 

Total  receipts                               '  $35,847.10 
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PAYMENTS— Confmued 


(Payments  continued  from  page   11) 

$10,533.10 

Permanent  improvements  on  Class  V  roads 

1,641.40 

Payment  on  long  term  note 

1,000.00 

Payment  to  other  governmental  divisions : 

Taxes  paid  to  state 

2,272.00 

Taxes  paid  to  county 

8,125.40 

Payments  to   school   district 

10,161.00 

White  Pine  Blister  Rust 

400.00 

Insurance  on  highway  laborers 

141.40 

Old  Home  Day 

100.00 

Memorial  Day 

50.00 

Lakes  Region  association 

83.00 

Street  lights 

24.99 

Set  of  town  history 

10.00 

Total  payments 

$34,642.30 

Cash  on  hand  Jan.  31,  1938 

1,204.80 

$35,847.10 
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PAYMENTS— DETAIL  STATEMENT 


GENERAL  GOVERNMENT 

Detail  1 — Officers 

Auditor,  Howard  W.  Sanborn  7.50 

Auditor,  Ruby  L.  Woodman  7.50 

Clerk,  Claris  Bodwell  45.00 

Selectman,  Nathan  T.  Morse  125.00 

Selectman,  W.  D.  Woodman  125.00 

Selectman,  Charles  F.  Helms  125.00 

Collector,  Daisy  E.  Morse  150.00 

Treasurer,  Vienna  S.   Currier  50.00 

Overseer  of  poor  40.00 

Expenses 

Elizabeth  Sanborn,  tax  sales  records,  trans- 
fer cards  and  recording  deeds  23.16 
Edson  C.  Eastman  Co.,  supplies  11.90 
Catherine  Currier,  dinners  2.70 
V.  S.  Currier,  dinners,  expenses  7.30 
Melcher  &  Prescott,  officers'  bonds  32.00 
Citizens  National  Bank,  safety  deposit  box  "        2.20 
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Wheeler  &  Clark,  supplies  10.73 

Citizen  IP'ublishing  Co.,  printing  137.50 

Carroll  Stafford,  probate  cards  .70 

Towne  &  Robie,  supplies  .90 

W.  R.  Morrison,  supplies  and  printing  11.82 

N.  H.  Assessors  Ass'n.  2.00 

W.  D.  Woodrnan,  auto,  postage,  telephone,  etc.           48.45 

Nathan  T.  Morse,  auto,  postage,  telephone,  etc.           52.60 

Claris  Bodwell,  postage  and  expense  5.00 

Daisy  E.   Morse,   expense  33.40 

Charles  Helms,  expense                         .  8.60 

Harry   Trapp,   Court  1.00 

Detail  2 — Elections  and  Registration 

George  Heath,  supervisor  4.00 

A.   Leighton,   supervisor  8.00 

].  S.  Currier,  supervisor  5.00 

Detail  3 — ^Care  and  Supplies  for  Town  Hall 

Melcher  &  Prescott,  insurance  169.50 

Public  Service  Co.,  lights  and  bulbs  42.98 

J.  S.  Currier,  repairs,  janitor,  wood  81.00 

Carl  Hanson,  wood  4.-5 

Toilets  complete  269.03 
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RROTECTIOIN  Op  PERSONS  AND  PROPERTY 

Detail  4 — Police 

George  Heath,  police  8.0O 

John  Saunders  4.00 

Nathan  J.  Morse  7.25 

Albert  Leighton  3.00 

Damage  By  Dogs 
James  Laughy  15.00 

Fire 
Carl  Hanson  Knox,  fire  219.00 

City  of  Franklin,  Burpee  &  Laughy  206.12 

HEALTH 

Detail   5 

Claris  H.  Bodwell,  recording  vital  statistics  $     5.25' 

iaconia  hospital  100.00 

HIGHWAYS  AND  BRIDGES 

Detail  6 

T.  R.  A.  1,641.40 

Town  maintenance  5,605.09 

EDUCATION 

Detail  7 — Libraries 

■Grace  Collins,  treasurer  175.00 
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UNCLASSIFIED 

Detail  8 

Old  Age  assistance 

1,407.01 

Liability  insurance 

141.40 

Old  Home  Day 

100.00 

Memorial  Day 

50.00 

Taxes  bought  by  town 

337.61 

Bounties   on  hedgehogs 

18.60 

Claris  H.  Bodwell,  issuing  auto  permits 

66.75 

INTEREST 

Detail   9 

' 

Citizens  National  Bank  200.00 

Sanbornton  trust  fund  trustees  390.00 


INDEBTEDNESS  PAYMENTS 

Detail  10 

State  tax  2.272.00 

Charles  J.  Hayford  8,125.40 

Catharine   Currier,   treasurer  10,364.70 

Payment  on  long  term  note  1,000.00 


$35,847.10 


Respectfully  submitted, 

CHARLES  F.  HELMS, 
NATHAN  T.  MORSE, 
WALTER  D.  woodman. 

Selectmen  of  Sanbornton.- 
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TOWN  CLERK'S  REPORT 


Dog  licenses : 

90    male  dogs  at  $2.00  $180.00 

1  male  dog,  part  time  1.33 

15  female  dogs  at  $5.00  75.00 

1  kemiel  license  12.00 


$268.33 
Commission  21.40 


$246.93 
Damage  to  sheep  by  dogs  15.00 


Cash  balance  $231.93 

Received : 

For  259  car  permits   ('37)  $734.75 

For  6  car  permits  ('38)  37.89 

For  dog  licenses,  less  commission  246.93 


Total  amount  paid  treasurer  $1,019.57 

CLARIS  H.  BODWELL,  ■ 

Town  Clerk. 
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TREASURER'S  REPORT 
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Cash  on  hand  Feb.   1,   1937 
Taxes,    current   year 
Interest  on  taxes 
Previous   taxes 
Auto  permits 

From  state : 

Maintenance  class  V  highways 
Railroad  and  saving  bank  tax 

Dog  licenses 

Rent  of  town  hall 

Miscellaneous 

Temporary  loan 

Interest  and  dividend  tax 

Forest  fire — from  State 

Relief  from  State 

Use  of  tractor  from  State 


Credited  as  follows : 

Paid  151  selectmen's  order 
Cash  on  hand  Jan.  30,  1938 


$  17S7.91 

22,549.14 

244.39 

5,877.90 

772.64 

44.04 
615.02 

246.93 

58.00' 

21.20 

3,000.00 

121.27 

109.50 
43.16 

356.00 

$35,847.10 

$34,642.30 
1,204.80 

$35,847.10 


VIENNA  S.  CURRIER, 

Town  Treasurer. 
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ROAD  AGENT'S  REPORT 


ROBERT  YEATON,  Road  Agent 
Jan.  31,  1937  to  Jan.  31,  1938 

Summer  Account — Labor 

Delacie-Laug-hy  $38.60 

Lester  Drake  46.95 

Warren  Johnson  2.40 

Allen    Smith  2.40 

Everett   Wallace  54.30 

George  Hinds  16.80 

Nathan   Morse  14.00 

Clyde  Lougee  14.00 

George   Cashman  12.60 

Fred  Higgins  28.00 

Peter  Collins                                              '  23.60 

Charles  Tilton  7.00 

Fred  Sanborn  7.00 

Lyle  Hackett  7.00 

Cyrus  Wescott                                           ,  '  7.00 

Edward  Mason,  team  11.00 

Carl  Hanson,  team  10.50 

Frank  Hersey,  team  9.00 

Elmer  Goss,  team  18.00 

Clifton  Morrison,  team  26.80 

Charles  Brailey,  team                       '  17.25 

Wilfred  Wilson,  team  117.05 

Everett  Wilson,  team  33.50 

William  Sandville,  team  30.30 

James  Laughy,  team  40.30 

Robert  Howe  14.00 
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Andrew  McDaniels  8.40 

Daniel  Webster  18.20 

James  Macaulay  58.35 

Chester    Burleigh  50.20 

Frank  Page  14.00 

Robert  Wright  2.80 

Elwood  Morrison  39.20 

Alphonse  Auger  44.90 

Hector  Nault  29.50 

A.  Whitcher  2.80 

Robert  Huckins    .  11.20 

John  Saunders  2.80 

Walter  Wilmot  5.60 

William  Goodell  9.10 

Elwood  Bennett  35.40 

Maurice  Lane  21.35 

Walter  Woodman  90.10 

Fred  Hooper  10.80 

Ira  Leighton  28.70 

Albert  Leighton  19.40 

Herman  Tilton  145.95 

Joseph  Laughy  246.50 

Trucks 

E.dbert  Yeaton                                                  >  599.60 

F'rank  Swain  56.00 

Henry  Flanders  87.80 

Joseph  Lacasse  16.00 

Bills 

Andrew  McDaniels,  sand  $30.00 

Arthur  Bailey,  planks  93.69 

Roy  Gardner,  planks  75.00 

Sam  Philbrick,  gravel     ,  3.75 

Roscoe  Woodman,  gravel  10.65 

Edward  Marcoux,  gravel  9.00 
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Benson  Auto  Co.,  repairs 

2.25 

C.  P.  Stevens,  hardware 

4.84 

Herman  Weeks,  planks 

9.00 

E.  G.  Colby,  blacksmith 

1.50 

Davis  Tractor  Co.,  parts 

43.54 

Rowes  Garage,  gas  oil 

58.58 

J.  N.  Mahoney.  welding 

49.00 

E:  C.  Thornton,  gas 

2.0O 

New  Hampshire  Exp.  Co., 

bridge 

beams 

161.04 

Public  Service  Co.,  lights 

12.00 

Smith  Lumber  Co.,  planks 

112.85 

Winter  Account — Labor 

Edward  Mason                           •  $31.80 

Elwood  Bennett  12.60 

Walter  Woodman  86.00 

Albert  Leighton                            "  34.65 

Earl  Leighton  6.30 

Ira  Leighton  11.15 

Maurice  Lane  11.90 

Allen  Smith  22.75 

Thomas  Chapman  4.20 

Charles  Peaslee  4.20 

Ervel  Pickering  15.75 

Fred  MacAllister  12.60 

Leon  Vachon  20.30 

Lester  Drake  2.80 

Herman  Tilton  1.40 

Roscoe  Woodman  1.40 

Daniel  Webster  1.40 

Delacie  Laughy  25.05 

Joseph  Laughy  217.65 

Fred  Hooper                                                  '  24.15 

Everett  Wallace  17.85 

Edward  Dorgan                                    '  7.00 
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William  Sargent  5.60 

'Pfeter  Collins  16.45 

Andrew  McDaniels  2.80 


Trucks 

Robert  Yeaton  251.00 

Henry  Flanders  169.40 

Frank  Swain  29.00 

Ernest  Smith  10.00 

Joseph  Lacasse  11.00 

Bills 

Andrew  McDaniels,  sand  $9.45 

Shell  Oil  Co.,  gas  and  oil  7.80 

Frank  Swain,  gas  and  oil  14.78 

Rowe's  Garage  288.06 

Maine  Steel  Co.,  parts  for  plow  28.95 

C.  P.  Stevens  Co.,  hardware  9.73 

James  Laughy,  wood  24.30 

W.  D.  Huse  Co.,  machine  work  52.55 

Public  Service  Co.,  lights  12.00 

Davis  Tractor  Co.,  parts  and  plow  257.87 

Hazeltine  and  Co.,  cab  and  plow                       !  392.00 

State  Highway,  3  tons  chloride  81.88 

John  Mahoney,  welding  112.35 
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COLLECTOR'S  REPORT 


1936     Taxes  uncollected  $4,916.2^ 

Collected  and  paid  treasurer       $4,798.91 
Abated  117.37 

• 4,916.28 


1937     Property  taxes  committed  30,487.39 

Poll  taxes  626.00 


$31,113.39 
Collected  and  paid  treasurer  $22,549.14 

Discount  77.74 

Abated  56.70 

-Uncollected  8,429.81 

$31,113.39 


DAISY  E.  MORSE, 

Collector, 
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REPORT  OF  THE  SANBORNTON  MUTUAL  FIRE 
INSURANCE  COMPANY 


For  the  Year  Ending  December  31,  1937 

Amount  at  risk  January  1,  1938  $69,450.00 

Premium  notes  held  by  the  company  on  poHcies 

in  force  January  1,   1938  $3,472.50 

Cash  on  hand  January  1,  1938  $1,794.14 

iPRESIDENT 

JOSEPH  C.  BODWELL 

Directors 
JOSEPH  C.  BODWELL 
HOWARD  W.  SANBORN 
WALTER  D.  WOODMAN 
NATHAN  T.  MORSE 
CARL  E.  HANSON 

Treasurer 
j:  SHERMAN  CURRIER 

Secretary 
CATHARINE  B.  CURRIER 

The  attention  of   every  policy  holder  is   called  to  the 
following : 

By  vote  at  the  annual  meeting  of  the  Company  held 
January  7,  1901,  policy  holders  wishing  to  remain  away 
longer  than  thirty  days  may  keep  the  insurance  on  their 
property  good,  by  applying  to  the  secretary  for  a  permit  to 
leave  premises  unoccupied  for  such  times  as  they  may  spe- 
cify, paying  for  the  same  five  cents  per  month  for  every- 
one hundred  dollars  for  which  they  are  insured. 

The  cash  premium  for  permits  has  been  reduced  from 
five  to  three  cents  per  month. 
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REPORT  OF  SANBORNTON  PUBLIC  LIBRARY 


The  books  and  magazines  furnished  to  patrons  of  the 
Sanbornton  Public  Library  during  the  fiscal  year  just  ended 
.amounted  to  approximately  1966,  being  divided  as  follows: 

Adult    fiction,    701;    adult   non-fiction,    97;    juvenile,    977; 

magazines,  191. 

A  part  of  the  juvenile  books,  especially  those  at  the 
four  public  schools,  were  loaned  to  the  library  by  the  Public 
iibrary  Commission.  Collections  of  twenty-five  books  each, 
loaned  for  a  period  of  three  months  from  the  Commission, 
helps  greatly  with  our  very  limited  supply  of  juvenile 
reading  material.  Also  the  three  adult  collections  helped  to 
faring  to  our  readers  some  of  the  latest  fiction. 

The  donations  of  books  of  many  kinds  amounting  to 
200  were  greatly  appreciated.  The  library  funds  purchased 
iifty  more. 

New  shutters  and ,  doors  designed  by  Miss  Lois  Bing- 
ham have  been  added  to  the  building. 

It  is  sincerely  hoped  that  during  the  coming  year  our 
liljrcry  may  become  better  equipped  and  of  more  service 
to  its  increasing  list  of  patrons. 

Respectfully  sulmiitted, 

G.  CURRIER. 
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For  the  year  end  January  31,   1938 


Receipts 

Balance  on  hand  Jan.  31 

,  1937 

$186.71 

Town  appropriation 

175.00 

Bank  dividend 

3.37 

Income  from  trust  fund 

30.00 

Sale  of  two  doors 

3.50 

Payments 

Salary  of  librarian  $75.00 
Mrs. A.     Higgins,     care    of     Branch 

Library  ,      6.00 

Book  shelves    for   Branch   Library  3.02 

Magazine  subscriptions  5.00 

For  purchase  of  books  25.00 

Library  supplies  4.95 

Insurance  4.87 

Electricity  12.00 

Fuel  8.50 

Labor  and  material  49.80 

Money  order  fees  and  postage  .44 


Balance  on  hand  Jan.  31,  1938 


$398.58 


194.58 


$204.00 


GRACE  L.  COLLINS, 

Treasurer  for  Trustees. 
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REPORT  OF  TRUSTEES  OF  TRUST  FUNDS 


Year  ending"  January  31,  1938 

Unexpended  income  January  31,  1937  $3,853.78 

Income  from  Jan.  31,  1937  to  Jan.  31,  1938  1,259.30 


$5,113.08 

Expenses  1,091.91 
Balance  of  income  in  banws  Jan.  31,  1938              $4,021.17 

Disbursements  j 

Leavitt  fund  interest  $34.50 

Edgar  E.  Mason  care  of  Prescott  Hill  cemetery  4.00 

F.  J.  Phelps,  care  of  Piper  cemetery  21.00 
E.  J.  Trowbridge,  care  of  March  and  Calef  cemeteries    5.50 

Mary  N.  Redding,  care  of  Dearborn  cemtry  3.00 

Frank  T.  Hersey,  care  of  Hersey  cemetery  3.00 

Mildred  Wright,  care  of  Morrill  cemetery  19.00 

Viola  Johnson,  care  of  John  Doe  cemetery  15.00 

E.  E.  Favors,  care  of  Sanborn  cemetery  6.0Q 

Howard  Sanborn,  labor  in  cemeteries  60.0d 

Roscoe  Woodman,  labor  in  cerneteries  28.00 

George  A.  Burleigh,  labor  in  cemeteries  17.50 

Walter  D.  Woodman,  for  relief  work  384.81i 

Grace  L.  Collins,  for  town  library  30.00 

Sanbornton  School  District  131.00 

School  work  for  scholars  251.88 
Gertrude  Johnson,  Treas.,  Parsonage  fund  interest         12.00 
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Catherine  B.  Currier,  Treas.,  Parsonage  fund  interest  12.00 

L.  E.  Staples,  Treas.,  parsonage  fund  interest  14.86 

School  District,  Parsonage  fund  interest  38.86 


$1,091.91 


GERTRUDE  M.  JOHNSON, 

For  the  Trustees. 
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REPORT  OF  OVERSEER  OF  THE  POOR 


On  hand  Feb.  1,  1937  $     2577 

Received  from  Trustees  418.50 


$444.27 
Paid  for  relief  408.66 


On  hand  Jan.  31,  1938  $    35.61 

The  following  received  relief : 
Frank  Bartlett  Thelma  Elliott 

Williard  Eastman  Bert   Mentor 

James  Macaulay  1  Soldier 

Shirley  Goodell 

W.  D.  WOODMAN, 

Overseer, 
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AUDITORS'  REPORT 


Having  examined  the  accounts  of  the  Selectmen,  Town 
Treasu'rer,  Town  Clerk,  Trusjt  P'und  Trus'tees,  Library 
Trustees,  Overseer  of  the  Poor,  and  the  Tax  Collector  of 
the  Town  of  Sanbornton,  we  find  them  correctly  cast  and 
properly  vouched  and  the  financial  statements  true. 

HOWARD  W.  SANBORN, 
RUBY   L.   WOODMAN, 

Auditors. 
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SCHOOL  DISTRICT  OF  SANBORNTON 
REPORT  OF  SUPERTNTENDENT  OF  SCHOOLS 


To  the  School  Board  and  Citiscns  of  Sanbornton: 

Beginning ,  with  the  school  year,  September  1937,  a 
Grammar  School  was  established  in  Sanbornton  Square. 
The  second  story  room  of  the  school  building,  used  for 
many  years  as  a  "band  room"  was  made  over  into  a  very 
pleasant  school  room,  where  on  the  morning  of  September 
7th,  all  the  7th  and  8th  grade  pupils  in  town  assembled,  and 
the  "new  school"  was  organized  with  Thomas  McCuUough 
as  principal  and  an  enrollment  of  37. 

Curiosity,  anticipation,  and  doubt  were  evident  on 
every  countenance — curious  to  know  just  what  this  change 
they  had  been  hearing  about  all  summer  really  was ;  anti- 
cipating enjoyments  and  benefits  they  had  heard  about  in 
other  similar  schools ;  doubtful  as  to  their  liking  the  change. 
The  first  month  passed  and  curiosity,  anticipation,  and 
doubt  gave  place  to  satisfaction,  realization,  and  certainty. 
They  realized  a  satisfaction  in. their  school  life  which  had 
unconsciously  been  lacking  before,  and  were  certain  they 
liked  the  change. 

I  doubt  if  one  of  the  34  now  there  (three  have  moved 
from  town)  would  vote  to  return  to  the  old  system.  They 
like  the  associating  with  the  larger  group ;  the  competitive 
spirit  aroused  by  members ;  the  awakened  desire  for  more 
knowledge;  the  keener  sense  of  accomplishment.  Their 
school  life  today  is  a  new  life  and  already  they  are  bene- 
fitting from  it. 
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Their  numbers  permit  of  organizing  physical  culture 
classes  and  athletic  teams.  Their  enthusiasm  for  the  latter 
has  been  surprising  for  first  year  experience  and  their  school 
loyalty  is  very  commendable.  They  appear  to  be  a  very 
happy  and  energetic  group  of  boys  and  girls. 

In  addition  to  the  regular  core  subjects  of  the  curri- 
culum, the  boys  have  manual  training  in  a  shop  they  built 
themselves  from  two  of  the  stalls  in  the  old  horse  shed. 

The  girls  are  having  cooking  and  sewing  given  at  the 
home  of,  and  by  Mrs.  Baker,  the  teacher  of  the  lower 
grades.  Her  willingness  to  take  these  classes  in  her  home  is 
much  appreciated.  Such  is  the  beginning,  we  trust,  of  what 
may  become  a  regular  junior  high  school  organization  and 
later  a  practical  arts  high  school. 

I  can  imagine  the  satisfaction  of  the  old  inhabitants,  if 
they  were  living,  to  again  see  the  entire  Square  School 
building  being  used  for  educational  purposes,  as  it  once  was 
when  known  as  the  "Woodman-Sanbornton  Academy." 

Great  credit  is  due  the  school  board  that  this  desirable 
and  most  beneficial  change  has  been  made  in  the  school  or 
organization  at  so  comparatively  small  expense.  The  actual 
running  expense  of  the  new  plan  is  no  more  than  the  old. 
The  repairs  necessary  in  preparing  the  room  for  the  Gram;- 
mar  grades,  of  course,  would  be  extra  this  year. 

The  Gaza  school  was  again  opened  this  year ;  the  pu- 
pils below  7th  grade  from  the  Brook  and  Chapel  districts 
attending,  with  the  former  teacher  at  the  Brook,  Mr.  Whit- 
teniore  in  charge.  This  change  has  seemed  like  a  hardship 
to  some  families,  but  1  am  sure  the  consolidation  means 
better   educational    advantap"es    for    the    children    concerned. 
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The  Bay  school  has  again  been  very  fortunate  in  its 
teacher.  Miss  Travers  has  a  good  school. 

The  rather  sudden  and  unexpected  resignation  of  Miss 
Smith  as  teacher  at  the  Square,  necessitated  search  for  her 
successor  from  a  very  small  number  of  available  elementary 
teachers  in  the  state.  I  deem  ourselves  fortunate  in  securing 
Mrs.  Baker. 

With  the  larger  numbers  now  at  the  Square  school,  two 
rather  serious  needs  arise.  One  is  the  play  ground  situation. 
The  upper  grades,  from  the  very  nature  of  their  games, 
baseball,  football,  etc.,  need  a  good  sized  field  for  their 
sports  apart  from  the  playground  of  the  smaller  children.  I 
trust  this  need  may  soon  be  satisfied. 

Another  need  which  should  be  provided  for  is  that  of 
more  satisfactory  toilet  arrangements.  Both  the  upper  and 
lower  grades  use  the  same  toilets.  This,  in  itself,  is  not  espe- 
cially serious,  but  the  only  entrance  to  the  toilets  is  through 
the  lower  grades  room.  This  you  can  readily  understand  is 
a  disturbing  factor  to  the  teacher  and  pupils  of  the  lower 
grades.  Toilets  for  exclusive  use  of  the  upper  grade  pupils 
should  be  provided,  or  other  entrances  made  to  the  existing 
toilets. 

The  graduating  exercises  of  the  7th  grade  at  the  close 
of  the  school  year  in  June  were  much  enjoyed  by  all,  and 
well  done  by  the  pupils  participating.  The  following  were 
presented  certificates  of  promotion  from  7th  to  8th  grade: 

Florence  Blackey  Arthur  Ellis  ' 

Albert  Blackey  Cecille  Gilbert 

Rosaire  Carter  Marion  Joslyn 

Malcolm  Covey  Frank  Keith 

Margaret  Dow  Walter  Keith 

Louise  Drake  Hazel  Keyser 

Avis  Elliott  DeLacie  Laughy 
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John  LaPlant  Gladys  Simond 

Theda  Morrison  Mildred  Thomas 

Charles  Macaulay  Roger  Whitney 

Haven  Sanborn 

and  one  from  8th  to  9th  grade,  Donald  Sanville. 

The  work  of  the  school  nurse,  Miss  Moynihan,  has 
been  exceedingly  valuable  this  year  as  in  previous  years.  She 
is  a  very  conscientious  worker  and  untiring  in  her  efforts 
to  be  of  service  to  the  school  children.  I  know  her  work  is 
appreciated  in  Sanbornton  not  only  by  the  children,  but  also 
by  the  parents. 

I  would  not  close  this  report  without  making  special 
mention  of  the  enthusiastic  interest  taken  by  Mr.  McCul- 
lough  in  the  organization  of  the  grammar  grades ;  of  his  in- 
terest in  training  the  boys  and  girls  for  their  athletic  teams. 
Not  only  is  Mr.  McCullough  interested  in  the  best  welfare 
of  his  pupils,  but  he  has  the  happy  faculty  of  arousing  in- 
terest in  them  toward  all  phases  of  school  work.  We  con- 
gratulate him  on  his  success  thus  far  with  the  new  organ- 
ization. 

Mrs.  Flora  Blake,  a  teacher  at  the  Chapel  school  for  about 
fifteen  years,  declined  a  reelection  this  year,  as  she  was 
moving  to  another  town.  Mrs.  Blake  was  a  good  teacher 
and  noted  for  her  personal  interest  in  her  pupils.  We  were 
sorry  to  lose  her. 

I  have  always  appreciated  the  interest  of  the  school 
board  in  any  suggestion  that  would  seem  to  be  for  the 
betterment  of  their  school.  They  have  always  been  cooper- 
ative as  have  the  citizens.  I  appreciate  it  all. 

FRED  S.  LIBBEY, 
Sanbornton  Superintendent, 

Feb.  12,  1938 
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STUDENTS  ATTENDING  HIGH  SCHOOLS 
AND  ACADEMIES 


Year  ending  June  30,  1937 


Warren  Wilson 
Alfred  Woodman 
George  Bingham 
Alphonse   Surowiec 


TiLTON  School 


Ellen  Sanborn 
Ruth  Sanborn 
Miriam  Hanson 


Laconia  High  School 


Helen  Bennett 
Caroline  Smith 
Robert  Vachon 
Pauline  Woodman 


Clare  Drake 
Blanche  Ellis 
Virginia  Hilliard 


Franklin  High  School 


Madeline  Elliott 
Doris  Tibbetts 
Margaret  Sheehan 
Donald  Sanville 
Claribel  Hooper 
Alice  French 
Clara  Harris 
Doris  Higgins 
Frances  Howe 
Milo  Macaulay 
Leopold  Piecuch 
Alfred  Richie 


John  Sheehan 
Edna  Sheehan 
Edna  Harris 
Annie  Tilton 
Norman  Whitcher 
Fred  Higgins 
Dorothy  Howe 
Waldo  P'iecuch 
Florence    Surowiec 
Norma  Whitney 
Amos  Whitcher 
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SCHOOL  CENSUS 


September  1937 

Number  of  children  'between  5  and  16  145 

(75  boys — 70  girls) 

Number  in  local  schools,  September  30  110 

Number  attending  high  schools  17 

Number  attending  elementary  schools  outside  district  ....  7 

Number  betweent  5  and  8  not  in  school  9 

Number  between  8  and  14  not  in  school  0 

Numher  between  14  and  16  not  in  school  2 


ROLL  OF  HONOR  FOR  PERFECT  ATTENDANCE 


For  the  Year  Ending  June  30,  1937 

For  4  Terms:.  Avis  Elliott,  Warren  Elliott,  Ida  La- 
Plant,  Donald  Moses,  Robert  Sheehan,  Arthur  ElHs. 

For  3  Terms:  Charles  Macaulay,  DeLacie  Laughy, 
Lewis  LaPlant,  Glenn  Moses,  Elizabeth  Sheehan,  Donald 
Whitney,  Howard  Smith,  Clifton  Vachon,  George  Collins, 
Gerald  Ellis. 

For  2  Terms:  Katherine  Brown,  Lewis  Drake,  Don- 
ald Shaw,  James  Auger,  Helen  Laughy,  Elsie  Smith,  Roger 
Smith,    Helen    Leighton,    Malcolm    Covey,    Marion    Joslyn, 
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George  Leighton,  Russell  MacDonalcl,  Elwin  Smith,  Douglas 
Gould,  Helen  Joslyn,  Roger  Simond,  Roljert  Higgins. 

For  1  Term:  Lawrence  Drake,  Ellen  LaCoursierre, 
Lucile  Patterson,  Constance  Philbrick,  Kenneth  Burpee, 
Dorothy  Laughy,  James  Laughy,  Frank  Tibbetts,  Catherine 
Tilton,  Robert  Tilton,  Leonard  Whitney,  Kenneth  Blackey, 
Ernest  Smith,  Glendeen  MacDonald,  Elizabeth  Covey,  Phyl- 
lis Joslyn,  Dean  Gould,  Melville  MacDonald,  Everett  Joslyn, 
Mary  Keith,  Maurice  Simond,  Richard  Dearborn,  Marion 
Home.  Frank  Keith,  Doris  Home,  Virginia  Covey,  Albert 
Blackey,  Agnes  Blackey,  Florence  Blackey. 
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FINANCIAL  REPORTS  OF  THE 
SCHOOL  DISTRICT  OF  SANBORNTON 


For  the  Fiscal  Year  Beginning  July  1,   1936  and  Ending 
June  30,  1937 

Receipts 

From  State : 

Equalization  fund  $1,908.14 

Income  from  local  taxation   (raised  by  selectmen)  : 

Support  of  elementary  schools  $5,269.00 

Payment  of  high  school  and  acad- 


emy  tuitions 

2.900.00 

Salaries  of  district  officers 

220.00 

Payment  of  Supt.'s  excess  salary 

209.00 

Payment  of  per  capita  tax 

358.00 

Special  appropriations : 

Insurance,  5  school  houses 

55.00 

Repairs 

150.00 

9,161.00 

From  sources  other  than  taxation : 

Dog  licenses 

164.74 

Income  from  local  trust  funds 

169.86 

Other  receipts 

51.91 

386.51 

Total  receipts  from  all  sources 

$11,455.65 

Cash  on  hand  beginning  year,  July   1, 

1936 

345.24 

Grand  total  $11,800.89 
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P'ayments 
Administration : 

Salaries  of  district  officers  $205.00 

Superintendent's    excess    salary  209.00 

Truant  officers  and  school  census  20.00 

Expenses  of  administration  14.39 

Instruction : 

Teachers'  salaries  4301.07 

Text  books  112.40 

Scholars'  supplies  157.68 

Other  expenses  of  instruction  10.60 

Operation  and  maintenance  of  school  plant: 

Janitor  service  52.50 

Fuel  105.80 

Lights  and  janitor  supplies  76.46 

Minor  repairs  160.87 

Auxiliary  agencies  and  special  activities : 

Medical  inspection  232.95 

Transportation  of  pupils  1,363.10 

High  school  and  academy  tuition  3,153.42 

Elementary   school  tuition  814.73 

Other  special  activities  1.95 

Fixed  charges : 

Tax  for  state  wide  supervision  ($2  per  pupil)         358.00 

Insurance  44.58 

Outla}^  for  construction  and  equipment:     , 

New  buildings  124.49 

New  equipment  48.64 


Total  payments  for  all  purposes  $11,567.63 

Total  cash  on  hand  at  end  of  year  (June  30,  1937)       233.26 

Grand  total  .  $11,800.89 
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SCHOOL  BOARD  ESTIMATE  FOR  1938-39 


School  Board's  statement  of  amounts  required  to  sup- 
port public  schools  and  meet  other  statutory  obligations  of 
the  district  for  the  fiscal  year  beginning  July  1,  1938 

Detailed  Statement  of  Expenditures 

Support   of    schools : 

Teachers'  salaries  $3,600.00 
Scholars  supplies  136.00 
Flags  8.00 
Janitor  service  40.00 
Fuel  100.00 
Light,  janitor  supplies  70.00 
Minor  repairs  100.00 
Health  supervision  (medical  in- 
spection 225.00 

Transportation  of  pupils  3,400.00 

'    Payment  of  Elementary  tuitions  108.00 

Other  special  activities  10.00 

$  7,797.00 


Other  statutory  obligations : 

Salaries  of  district  officers   (fixed 

by  district)  $200.00 

Truant  officers  and  School  Census 

(fixed  by  district)  20.00 

Payment  of  tuition  in  High  School 

and    Academies    (Estimated    by 

Board)  3,300.00 

Superintendent's    excess    salary 

(fixed  l)y  supervisory  union)  209.00 
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Per  Capita  Tax  (reported  by  State 

Treasurer)  372.00 

Other  obligations,  insurance  on  five 
school  buildings  (by  vote  of 
district)  50.00 

4,151.00 


Total  amount  required  to  meet  School 

Board's  budget  $11,948.00 


Estimated  income  of  the  district: 

State   aid    (December    1938   allot- 

ment   (estimate) 

2,152.00 

Dog  tax  (estimate) 

231.00 

Income  from  local  trust  funds 

250.00 

Other  estimated  income 

18.00 

Deduct  total  estimated  income 

(not  raised  by  taxation) 

2,651.00 

Assessment  required  to  balance 

school  board's   budget  $9,297.00 

Special  appropriation  proposed 

for  repairs  100.00 

To  meet  deficit  250.00 


Total  assessment  required  to 
cover  budget  and  appro- 
priations $9,647.00 

JOSEPH  C.  BODWELL, 
MARION  H.  ATWOOD, 
ALICE  W.  JOSLYN, 

School  Board. 

Sanbornton,  N.  H.,  Feb.  1,  1938 
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$3.50  per  $1,000.00  of  taxable  inventory  is  minimum 
required  by  law  in  addition  to  per  capita  tax  and  salaries  of 
district  officers. 

$5.00  per  $1,000.00  of  equalized  valuation  must  be 
raised  to  qualify  for  state  aid.  The  net  assessment  must  con- 
tain this  amount  in  addition  to  funds  raised  for  high  school 
maintenance  and  other  statutory  requirements. 


ANNUAL  REPORT  OF  DISTRICT  TREASURER 


For  Fiscal  Year  Ending  June  30,  1937 


Cash  on  hand  June  30,  1936 

$345.24 

Received  from  selectmen: 

Appropriations  for  current  year 

$9,161.00 

Dog  tax 

164.74 

Income  from  trust  funds 

169.86 

Received  from  State  Treasurer : 

State  aid 

1,908.14 

Received  from  all  other  sources 

51.91 

11,455.65 

Total  amount  available  for  fiscal  year  balance  $11,800.89 
Total  amount  available  for   fiscal  year  balance 

and  receipts  $11,800.89 

Less  School  Board  orders  11,567.63 


Balance  on  hand  as  of  June  30,  1937  $233.26 

CATHARINE  B.  CURRIER, 

District  Treasu/rer. 
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AUDITOR'S  CERTIFICATE 


This  is  to  certify  that  I  have  examined  the  books  and 
other  financial  records  of  the  school  board  of  Sanbornton 
of  which  the  within 'report  is  a  true  summary  for  the  fiscal 
year  ending  June  30,  1937  and  find  them  correctly  cast  and 
properly  vouched, 

July  16,  1937  HOWARD  W.  SANBORN, 

Auditor. 


This  is  to  certify  that  I  have  examined  the  books, 
vouchers,  bank  statements  and  other  financial  records  of  the 
treasurer  of  the  school  district  of  Sanbornton,  of  which  the 
above  is  a  true  summary  for  the  fiscal  year  ending  June 
30,  1937  and  find  them  correct  in  all  respect? 

July  16,  1937  '     HOWARD  W.  SANBORN, 

Auditor. 


CO 
OS 


CO 


0) 

B 

a 
o 

(0 

Q 

a 
a 

cd 

(U 

o 

(=! 
O 


o 
a 

d 
O 

o 
H 


CO 

•i-H 


0 

(S 

1 

a  a  0 

0  OX! 

0  0  B 
^  «S  oj 

Birthplace  of 
Father 

a  a  0 

oj  4)  oi 

OJiiO 

"o 

C  u 
O  (U 

Q,  Ol 

8 

o 

a 

•-Si 

tex3  a 

t)  in 

a     a 
0     0 

s  S  « 
eg  1=  « 

joioo 

^^^ 

■g  0  m 
gQg 

CM      * 
r^  =j  a 

C  4,  0) 

0 

g 

a  a 

OS  0 

l-M 

a  -w 

,a^^' 
0  "U" 

_o 

a 
0 
0 

JOIOQ 

»iRM 

PIWOJO'ON 

CO  50  CO 

ujoqiip  s 
JO  3aiAiq 

xas 

§§fe 

2 

0  >. 

0  ca 

a  4-1 

wStJ  ^4 

a  a  9 
0  0  0 

a  a  fl 

'^  '-^ 
0  0  0 

0  <=>  9 
c!  c!  15 

qv 

jjq  JO  aiBQ 

CO 

05 


CO 

u 

a 

o 
<v 

Q 

tic 

-3 

c 

W 

;-i 

>^ 

u 
o 

O 

Ph 
O 

c/5 


o 
H 


T3 
a; 


0^ 


tic 

!-( 


Name,    Residence 
&    official   Station 
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